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two station directors and five 
presidential appointees who 
must be confirmed by the Sen- 
ate. *' 

The bill easily passed in the 
Sen. J. W .Fulbright (D-Ark.) 
was defeated. The Fulbright 
change, reflecting his long- 
standing opposition to the sta- 
tions, would have prevented 
the United States from paying 
more than half their costs af- 
ter 1975. The measure now 
goes to the White House for a 
presidential signature. 

Administration officials said 
the measure reflected 
“sophistication** in Congress 
about the function of the sta- 




